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Dr. J. Morrison Brady ."• 

Associated Scientific Director 

The Council for Tobacco Research-U. S. A. 

633 Third Avenue 

New York, New York 10017 

' Dear Dr. Brady: 

Several weeks ago I had a telephone conversation with one of your 
colleagues whose name I cannot recall. However the result of our 
conversation was that I was asked to submit some supplementary 
' information concerning my grant request No. 5-4727. I hope the 
enclosed document covers the essential points we discussed and that 
it will meet with your review board’s approval. If there is any 
point which I have overlooked or not explained sufficiently lucidly, 
please do not hesitate to write or telephone me for the extra information. 

. Yours sincerely. 




John R. Rowlands 
Senior Research Scientist 
Department of Physical 
and Biological Sciences 
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'' Source: https://www.industrydocuments.ucsf:edtiydocs/HTiwrtf0OOO < 




